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MEMORANDUM FOR: Deputy Director of Central Intelligence 


FROM: Harry E. Fitzwater 

Deputy Director for Administration 

SUBJECT: Policy Statement Which Updates the Mission 

of the Office of Medical Services 


REFERENCES: A. Recommendation A1 of Inspector General's 

Report on OMS dated April 1981 

B. Memorandum from DCI to DDA dated 1 May 1981 
Subject: Approval of Recommendations of IG's 

Report on the OMS 


1. The Office of General Counsel, in coordination with the 
Office of Medical Services, has reviewed extensively the legis- 
lative and regulatory authorities which govern the mission and 
functions of the Office of Medical Services. A draft mission 
statement has been prepared; however, there are a few remaining 
points to be clarified because of its interrelationship with 
current legislation, regulations, and a policy statement on 
malpractice (recommendation A3) which is due on 20 July 1981. 

It also should be noted that legislation currently before Congress 
will either extend or strengthen the foundation for overseas 
activities of the Office of Medical Services, but most likely 
will not become law until later in 1981. 

2. Therefore, it is requested that the deadline to issue 
the policy statement on the OMS mission be extended to 20 July 
1981 to coincide with the deadline for recommendation A3. 
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